From: 

Sent: 

To: 

Subject: 


Piro, Peter (DPH) 

Thursday, January 19, 2012 12:51 PM 
Massif, Julianne (DPH) 

Standard 


Hi Julie, we don’t have sibutramine. It’s a class IV drug according to the September 2011 USP catalog. If you want me to 
order it let me know. Each bottle contains 125 mgs. 

Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South] Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 
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